94      DOCKETED ITEMS

-9005150008 Insp Repts 50-295/90-06 & 50-304/90-06 on 900311-0418-No violations
or deviations noted.Major areas inspected: summary of operations.safety
verification,ESF sys.monthly surveiilance/maint,emergency preparedness &. fuel

SANDS.S.P. Region 3, Ofc of the Director. 90/05/04. 18pp. 53831:065-53831:082.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSi.aE. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005160250 Advises that util 900129 response to NRC Bulletin 89-003 re potential loss
of required shutdown margin during refueling operations acceptable.
SHEMANSKI.P.C. Project Directorate III-2. 90/05/11. KOVACH.TJ. Commonwealth
Edison Co. 6pp. 53851:295-53851:300.

9005220225 Confirms plans for 900521 mgt meeting w/util in Zion.lL to discuss im-
provement in maint performance.control room professionalism & interdepartmental
communications.

GREENMAN.E.G. Region 3, Ofc of the Director. 90/05/15. REED.C. Commonwealth
Edison Co. 1p. 54009:001-54009:001.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030188 "Radwaste & Environ Monitoring Annual Rept 1989." W/900426 Itr.
JOYCE.T.P. Commonwealth Edison Co. 89/12/31. DAVIS.B. Region 3, Ofc of the Di-
rector. 467pp. 53711:244-53712:350.

9005180053 Monthly operating rept for Apr 1990 for Zion Generating Station.Units 1 &
2.W/900511 Itr.

THOMAS.J., JOYCE.T.P. Commonwealth Edison Co. 90/04/30. 12pp. 53860:199-
53860:210.

S. Reportable occurrences, LERs & related correspondence

9005100152 LER 88-001-01 :on 880108,nuclear station operator failed to loq Delta I w/
nuclear instrumentation channel test in test. Caused by personnel error.Operator re-
viewed program description of Delta I prograrn.W/900507 Itr.

STEVENS.E, JOYCE.T.P. Commonwealth Edison Co. 90/05/07. 12pp. 53767:051-
53767:062.

9005100238 LER 90-005-00:on 900406,diesel generator 2B autostarted on undervoltage
signal due to inadequate preparation & review. Caused by personnel error.Station im-
plementing data base for preparation of out of svc jobs.W/900507 Itr.
GEDDES.P., JOYCE.T.P. Commonwealth  Edison Co. 90/05/07. 4pp. 53767:072-
53767:075.

V. Operator Examinations

9005160058 Provides info re generic fundamentals exam section of operator licensing
written exam to be administered on 900606.Map of area including time & location
where exams will be administered also encl.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/09. Commonwealth Edison Co.
5pp. 53865:054-53865:058.

9005220288 Advises that requalification program evaluation scheduled for wk of
900910.Ref matl.listed on encl.should be provided at least 60 days prior to exam date.
WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/14. REED.C. Commonwealth
Edison Co. 7pp. 53899:265-53899:271.

DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT

F. Security, medical, emergency & fire protection plans

9004250156 Proposes listed changes for NRC approval re cost estimate to install addl
communications circuitry.Existing microwave tower will become available for NRC use.
EVERS.K.H. Wisconsin Public Service Corp. 90/04/16. Document Control Branch
(Document Control Desk). 2pp. 53614:104-53614:105.

9005020196 Revised EPIPs.including Rev N to EP-AD-1,Rev Q to EP-AD-2, Rev K to
EP-AD-3,Rev K to EP-AD-4 & Rev S to EP-AD-7. W/900427 Itr.
EVERS.K.H. Wisconsin Public Service Corp. 90/04/27. 485pp. 53680:095-53681:219.

9005230157 Forwards Safeguards Insp Rept 50-305/90-04 on 900227-0413 & notice of
violation.Findings of insp appear indicative of deterioration of util prior level of per-
formance in security area.Notice of violation withheld (ref 10CFR73.21).
NORELIUS.C.E. Region 3, Ofc of the Director. 90/05/15. EVERS.K.W. Wisconsin
Public Service Corp. 3pp. 53918:294-53918:298.

-9005230158   Partially   withheld   Insp   Rept   50-305/90-04   on   900227-0413   (ref
10CFR73.21).Violations noted.Major areas inspected: physical security insp involving
records & repts.physical barriers - vital areas & security sys power supply,
MADEDA.TJ., CREED,J.R. Region 3, Ofc of the Director. 90/05/10. 2pp. 53918:297-

9005250096 Confirms 900524 mgt meeting in Glen Ellyn.lL re present & future security
related issues at plant.

GREENMAN.E.G. Region 3, Ofc of the Director. 90/05/16. EVERSK.W. Wisconsin
Public Service Corp. 1p. 53924:355-53924:355.

I. Financial information

9004200395 Forwards annual financial repts for Wisconsin Public Svc Co, Wisconsin
Power & Light & Madison Gas & Electric Co.per 10CFR50.71(b).
EVERS.K.H. Wisconsin Public Service Corp. 90/04/06. Document Control Branch
(Document Control Desk). 1p. 53583:135-53583:263.

-9004200397 "Wisconsin Power & Light Holding.lnc Annual Rept for 1989."

*  Wisconsin Power & Light Co. 89/12/31. 44pp. 53583:136-53583:179.

-9004200399 "Madison Gas & Electric Co Annual Rept for 1989."

*  Madison Gas & Electric Co. 89/12/31. 36pp. 53583:180-53583:221.

-9004200400 "Wisconsin Public Svc Corp 1989 Annual Rept."

*  Wisconsin Public Service Corp. 89/12/31. 39pp. 53583:222-53583:263.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9005100033   Forwards   nonproprietary   WCAP-12559   &   proprietary   WCAP-12558,
"Kewaunees Steam Generator Tubesheet Crevice Indications Return to Power Rept,"
as followup to 900328 meeting. Proprietary version withheld (ref 10CFR2.790).
EVERS.K.H. Wisconsin Public Service Corp. 90/04/06. Document Control Branch
(Document Control Desk). 3pp. 53790:151-53790:228.

-9005100036 Requests that WCAP-12558 "Kewaunee Steam Generator Tubesheet
Crevice Indications Return to Power Rept," be withheld (ref 10CFR2.790).
WIESEMANN.R.A. Westinghouse Electric Corp. 90/04/11. MURLEY.T. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 9pp. 53790:154-53790:162.

-9005100053 "Kewaunee Steam Generator Tubesheet Crevice Indications Return to
Power Rept."

*  Westinghouse Electric Corp. WCAP-12559. 90/04/30. 65pp. 53790:163-53790:228.

9004260106 Forwards Amend 86 to License DPR-43 & safety evaluation. Amend ad-
dresses organizational changes.corrects typos & inconsistencies & clarifies intent of
certain Tech Specs.

DAVIS.M.J. Project Directorate III-3. 90/04/13. EVERS.K.H. Wisconsin Public Service
Corp. 2pp. 53608:137-53608:159.

-9004260112     Amend     86     to      License
changes,correcting typos & inconsistencies & cl
HANNON.J.N. Project Directorate III-3. 90/04/13. 18pp~: 53608:139-53608:156.

-9004260119 Safety evaluation supporting Amend 86 to License DPR-43.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/13. 3pp.
53608:157-53608:159.

9004250074 Requests extension of implementation date for modifying position interlock
feature on post-accident recirculation dampers 1A & 1B until Spring 1991 refueling

pPR-43,addressing     organizational
ilarifying intent of certain Tech Specs.

EVERS.K.H. Wisconsin Public Service Corp. 90/04/19. Document Control Branch
(Document Control Desk). 2pp. 53598:119-53598:120.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005080317 Concludes that util facility will satisfactorily meet all requirements for SPDS
specified in NUREG-0737,Suppl 1, provided that commitments for implementation
completed on schedule.

DAVIS.M.J. Project Directorate III-3. 90/05/01. EVERS.K.H. Wisconsin Public Service
Corp. 4pp. 53769:291-53769:294.

9005080398 Advises that P&ID Drawings A-206 Rev AW.M-203 Rev DT & M-207 Rev
AE being sent to Region III incident response ctr ref library.

EVERS.K.H. Wisconsin Public Service Corp. 90/05/01. Document Control Branch
(Document Control Desk). 4pp. 53778:163-53778:166.

9005140299 Notification of 900531 meeting w/util to discuss current plant issues &
initiatives.Draft agenda encl.

DAVIS.M.J. Project Directorate III-3. 90/05/09. HANNON.J.N. Project Directorate III-3.
5pp. 53830:001-53830:005.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005210069 Discusses util response re programmed enhancements for Generic Ltr 88-
17, "Loss of DHR." Implementation schedule for hardware-related mods
acceptable.Notification of schedule changes & implementation of changes requested.
DAVIS.MJ. Project Directorate III-3. 90/05/14. EVERS.K.H. Wisconsin Public Service
Corp. 8pp. 53870:332-53870:340.

9005230128 Forwards details of Allegation RIII-A-90-0037 re activities at plant,for review
& followup.Results of review should be submitted to ofc within 30 days of receipt of Itr
& should contain no safeguards info.EncI withheld (ref 10CFR2.790).
NORELIUS.C.E. Region 3, Ofc of the Director. 90/05/15. EVERS.K.W. Wisconsin
Public Service Corp. 2pp. 53914:025-53914:026.

9005240129 Application for Proposed Amend 93 to License DPR-43,revising action
statements for containment cooling,shield bldg ventilation.auxiliary bldg ventilation &
control room post-accident recirculation sys specs.

STEINHARDT.C.R.  Wisconsin Public Service Corp.  90/05/15. Document Control
Branch (Document Control Desk). 10pp. 53924:029-53924:046.6 & 50-304/90-06 on 900311-
